From: Cronin, John (POL) 

Sent: Thursday, June 07, 2012 4:51 PM 

To: Hanchett, James (DPH) 

Cc: Vallaro, Guy (POL); Connolly, James, Major (POL); Connolly, Grace (DPH) 

Subject: Lab visit 


Hello Jim. As you may know, the State Police Crime Lab management team has begun the transition of DPH to our 
system. We met with Hinton staff yesterday and would like to head out to Amherst next week to meet you and the 
other staff - and to tour the facility. 

Are you available next Friday 6/15 around 1:00 pm? 


*** Please note the new email address *** 


iohn. cronin(^massmail.state. mo. us 


John Cronin 

Director of Administrative Services 

Massachusetts State Police Forensic Technology Center 

124 Acton Street Maynard, MA 01754 

Office it 978-451-3330 

Fax # 978-451-3331 
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